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J AS. T. HALL & CO. 

office and factory x , x ^ i and 133 WEST I 8th STREET 

NEW YORK . " 

ORNAMENTAL RELIEF 




CEILINGS 
BORDERS 
CAPITALS 
CORNER PIECES 



CORNICES 
MOULDINGS 
FRIEZES 
CENTER PIECES 



in Carton Pierre, Papier-Mache, Plaster and Composition for Ex- 
terior and Interior Decorations. 



THE MOST COMPLETE SELECTION OF 
MODELS IN THE WORLD 



Our New Catalogue and Revised Price List 
Supplied to the Trade on Application . , 



Xllien writing to advertisers please mention THE DECORATOR AND FURNISHER. 
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Let Your Feet Breathe 



Walk on Velvet. 



The Feet do the Hardest Work, are the Most Tender and are the 
Poorest Cared for. Treat them well, now that you can. . . . 




A. Outer Sole. B. Cushion and Air Bag. Arrows. Air Passage. C. Perforated Insole. D. Cushion in Heel. E. Tube-Vent for Air. 

T . ¥ O jC. Cf\ 9 & Standard Ventilating 
' he J • D. OC KsO. S Cushion Shoes. a*™™.) ' 

THE ONLY HEALTH SHOES. 

Are the Most Comfortable, Elegant, Durable and Stylish Made. (Guaranteed.) 

Pleasing Prices. JANES BEAM & CO., manufacturers, 

Send for Circular. 

Elevator 15th Street.) No. 96 Fifth Ave., N. Y. 



Motives of Decoration 

In the style of Louis XIV. By Jean Berain. A 
series of 42 folio plates in phototype, after the fa- 
mous copper-plate engravings of the master. Price, 
folio, $12.00. 



Modern Skucvo Work. 

ByGebh. Bcckert. Decorations and ceilings in the 
Renaissance, Baroque and Rococo styles. 44 plates 
Price, $12 00. 




George F. Moore 



flanufacturer of 
every description 



Room Mouldings 



Picture Rails 
Chair Rails 
Ceiling flouldings 
Cove Mouldings 
Panel flouldings 
and Corners 



NEW YORK . . 394 and 396 Bowery 
CHICAGO . 109 and in Wabash Ave 



P. A. SCHWARZENBACH, 

Ornamental Designer in all Styles; 

IDEAS DRAWN UP AND EXECUTED IN 

PEN AND INK OR WATER COLOR. 

No. 31 Charles Street, N. Y. 



One of the Best Text- Books 
Published for Decorators is 



# 



* 



* 
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Colored flarble Studies." 

THE price of the text-book is 40 cents, and two series, each containing 14 colored 
plates, $1.00 each. These books are intended to assist the decorator and archi- 
tect, and to aid in inducing owners of houses, etc , to select marbles, or rather imitations 
thereof, for decorative purposes. The text-book contains the following chapters : 

Marble, Blanc Clair, Blanc Veine, Bleu Beige, Breche Portor, 
Bleu Fleuri, Breche Violet, Jaune d'ltalie, Famosa Breche 
Rouge- bron, Griotte d'ltalie, Jaune Fleuri d'ltalie, Jaune de 
Sienne, Breche Bomaine, Jaune Fleuri, Granite, Portor, Rouge 
Royal, Rouge de Levante, St. Anne, Tert des Alpes, Vert de 
Levante, Vert de Mer, Vert Campan, Isola, Cipolin, Napoleon 
and Onyx, also illustrations of Transfer Marble. 

Address, BOOK DEPARTMENT, THE DECORATOR AND FURNISHER, 

70 Fifth Avenue, New York City. 
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Are specialists in designing STAINED 
GLASS for windows and MOSAICS for 
floors, and DECORATIONS for walls. 

Why not consult them? 

Send for Illustrated Handbook. 

J. & R. LAMB. 

GLASS 

Art Stained 
• lead or metal frames 



Memorial and Figure Work a Specialty 
POLISHED AND BEYELED PLATE 



Special Designs Free 



J. F. BLANCHARD, 

333 Warren St. 

SYRACUSE. N. Y. 




STAGED 



GLASS 



0F-EVEim)E5(RlPTlC^5iM^DE51G/1SFUiV115^; 

DESIGflED*£XECOTED- %X*^ £D0/1APPLICAT1QW 

/Jo.30 =.4titST.eoR,SYCAnORE. 

»<IVlCI/VlATKfc> 

ART GLASS. 

WRITE TO 

CAPITOL CITY ART GLASS AND DEC. CO. 

3-13 East Fulton Street, 
COLUM BUS , OHIO. 

Wdter Color Deslgne &rce>. 




& MATTHEWS DECORATIVE GLASS CO. 



LEADED GLASS, 
MARBLEIZED 

GLASS, 

, For Ceilings, 

SAND BLAST 

WORK, 
GLASS SIGNS. 



328 & 330 E. 26th St., New York, 

ORNAMENTAL GLASS of new and original de- 
signs and low cost in stock sheets. 

CHIPPED GLASS IN WHITE AND COLORS. 

The Matthews Improved SILVER EMBOSSED QLASS 

FOR PUBLIC BUILDINGS, BANKS, Ktc. 

Correspondence solicited with Architects who wish to work out new 
ideas in glass. Send for Illustrated Catalogue or Estimated. 



CLINT'S FINE FURNITURE # # # 

OUR FALL DESIGNS 

are daily arriving from the factory, so we are still marking down any pieces left over of our spring 
stock. They are finely made and many will never go out of fashion, being copies of lare old 
antiques, which have lived centuries already. . . 

"Buy of the Maker" rjpO (* PI IMT CC\ 43 » 45 and 47 West 23d Street, near Broadway 
^ VJErVy. V* rLfllll 1 VU M ... Factory: 15.4 and 156 West 1 

Wlien writing to advertisers please mention THE DECORATOR AND FURNISHER. 
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NOT IN THE TRUST! 



The Long Island Wall Paper Co. 

LONG ISLAND CITY, N. Y. 



MANUFACTURERS 
. . . OF . . . 



HIGH GRADE WALL PAPERS 



-POPULAR PRICES- 



We take pleasure in announcing to the trade that our line for 1895-96 is now ready. Our 
patterns are varied, choice and distinctive, comprising many new and novel effects in designs 
and colorings by the noted artists of the day. The line will include 



22-in. Moroccos. 


22-in. Liquid Bronzes. 


Damask and Silk Effects 


Blend Borders 


22-in. Tapestry Effects. 


22-in. Embossed Bronzes. 


Ingrain Friezes, 


Flats 


22-in. Varnished Tiles. 


20-in. Liquid Bronzes. 


with Match Ceilings. 


Glimmers. 


22-in. Varnished Bronzes. 


20-in. Embossed Bronzes. 


Scintillaires. 


Blanks. 



Architecture, Tainting, Sculpture, 

Decoration, etc., in Gothic style. By Louis Gonse. 
One vol., containing 488 pages of French Text, 
with 282 illustrations and 56 plates, some of which 
are in chromo. Price, bound, $30.00. 



The Practical Fresco Painter, 

By A. Pigage. Designs for ceilings, walls, friezes, 
etc. Containing 75 different designs on 18 plates in 
portfolio. Price, $3.60. 



-%e GREAT-NoVELTY/or - 

tftchitecid, Builder, Becomtom Cabinetmaker, etcetc. 




• INVENTED. PATENTED AND MANUFACTURED BY- 

-^ WITSCtf & SCttAITT,^ 

445 Pearl St. <s*^**s> ^EW-YoRK- 
Chicago. Cincinnati. 

108-110 Randolph St. 5.W. Cor. Fourth & Main Sts. 

• Montreal, • 
JOHN Murp-HY. 2236 Catherine Street, 

SOLE A6ENT FOR CANADA. 



FOR SALE BY ALL AGENTS. 



~TCbe ^Decorator an6 jfurnisber ~ 

114 Fifth Avenue, New York. 
BOOK DEPARTMENT. 

THE trouble and expense involved in the clerical work of keeping the accounts 
and trying to collect small amounts due for books sold to persons, often of 
undoubted responsibility, simply because small accounts are apt to be neglected, has 
compelled The Decorator and Furnisher to adopt the rule to decline to open 
accounts for books. Orders for books, therefore, will only be filled when accompanied 
by Postal Note, Check, or Draft on New York, drawn to the order of The Deco- 
rator and Furnisher. 



Sand stamp for Catalogue of Paper 
and Clothfaced 

FRESCO STENCILS 

12 Ceiling sketches mailed 50c. 

MEDALLIONS, SKETCHES, 
GOLD BRONZES, CRAYONS, 

BRUSHES, PAPER-HANGERS* TOOLS, ETC. 

One order will convince that you struck the best place where to buy. 

Strictly cash, prepay or C. O. D. established 1687. Promptest shipments 

Fine Ceiling Sketch added free when you mention The Decorator and Furnisher. 

STENCIL TREASURY, A. WIGGERS, Proprietor, 209 E. 59th St., NEW YORK, 




All different brands of 
TRANSFER PAPERS 

FOR 

GRAINING. 

Copies 4 to 7 times superbly. 

20 samples, 18 z 10 in., 25c. 
Over 150 different patterns. 

Stained Glass Paper. 



HARDWOOD 
FLOORS 

are easy to care for. This is their 
chief merit, although at the same 
time they are durable, sanitary, and 
in all ways economical. Don't say 
otherwise to those who have had 
experience with them, lest they 
laugh at you, haply not audibly,, 
possibly not visibly, but surely in- 
ternally and pityingly. But perhaps 
we are not impartial since we make 
floors and nothing but floors, save 
the appliances to keep floors in 
order. We publish a book of de- 
signs, a circular on the care of floors,, 
and other literature on this subject. 
These are sent free for the asking* 

WOOD=r\OSAIC CO. 

315 Fifth Avenue, New York. 



HUMPHREYS' 

Specific No. 28 

In use 30 years. The only successful remedy for 

Nervous Debility, Vital Weakness, 

and Prostration, from overwork or other causes. 
$1 per vial, or 5 vials and large vial powder, for $5. 
Sold by druggists or sent postpaid on receipt of price. 

Humphreys' Med. Co., in & 112 William St., 
New York. 




THEO. HOELZER 

TOLEDO, O. 

MANUFACTURER OF 

The Hoelzer 
Patent Muffle 
Kilns 

FOR GLAS8 STAINER8 AND CHINA DECORATORS 




BUY NO INCUBATOR 

and pay for it before 
giving it a trial. 

The firm who is afraid to 
let you try their incubator 
before buying it has no faith 
in their machine. We will 
sell vou ours 

ON TRIAL 

Not a cent until tried, 
and a child can run it with 5 minutes attention a 
day. We won 

FIRST PRIZE WORLD'S FAIR, 

and will win you for a steady customer if you will 
only buy ours on trial. Our large catalogue will cost 
you 5 cents and give you £ IO o worth of practical 
information on poultry and incubators, and the 
money there is in the business. Plans for Brooders 
Houses, etc., 25. N. B.— Send us the names of 
three persons interested in poultry and 25 cents and 
we will send you "The Bicycle: Its Care and Re- 
pair a book of 180 subjects and 80 illustrations, 
worth $5 to anv bicycle rider. 

VON CULIN INCUBATOR CO., 

BOX f001 > DELAWARE CITY, DEL. 
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? WHAT IS 

X-ODE 



INHALER? 



X-ODE is a product of electricity. It forms on 
asbestos while being electrically treated in a solu- 
tion. This asbestos is put up in a glass vial. When 
the cork of the vial is removed and the air comes in 
contact with the asbestos, it emits from the inhaler 
a soothing gaseous substance which will penetrate 
any part of the body. When inhaled through the 
nose or mouth it penetrates every nook and crevice 
of the mucous surfaces, kills the germ that causes 
the disease, and gives the tissues a healthy con- 
dition, thus effecting a permanent cure It is un- 
like snuff, drugs or medicine. X-Ode penetrates 
parts that it would be impossible for drugs or 
medicines to do. 

Catarrh, Asthma, Hay Fever, Coughs, Headache, 
Bronchitis, La Grippe, etc., yield to its influence 
with marvellous rapidity. 

This inhaler lasts from one to three years. 

Trial size inhaler, 15c. Large size inhaler, $1. 
All druggists, or by mail. 




HE X-ODE CO., 15 Inicn £ qtzre 
NEW YORK CITY 



Decorative Battel Compositions, 

Winged Cupids, etc. By Francois Boucher. An 
excellent collection of designs for decorative 
painters, porcelain painters, sculptors, engravers 
and lithographers. 80 compositions on 50 plates, 
printed in various tints. Price, $12.00. 



A GOOD THING 

To Be Behind, 
A MAN FEELS GOOD, 




This is the -way a man feels when he is behind a 

MARLIN SAFETY REPEATING RIFLE 

Tor he knows his gun is strong and safe, and all 

the " game " in sight is his. Catalogue free. 

THE MARLIN FIRE ARMS CO., 

New Haven, Connecticut. 

Use RUST REPELLER to preserve metals, 15c. per tube. 



DIXONS'S V. V. V. H. PENCIL, No. 219*, 

is superior to the very finest imported pencil for making 
fine black lines, clear and distinct. Lines do not smut, 
and have no feather edges. Unequalled wherever a 
first-class hard pencil is required. 

Mention Decorator and Furnisher, and send 10 cents 
for samples worth double the money. 

JOSEPH DIXON CRUCIBLE CO., Jersey City, I. J. 

No I. — Fresco Artist desires a 
position as foreman. Is well acquaint- 
ed in all branches of Fresco Painting. 

Address : Fresco Artist. P. O. 
Box 434 Pittsburgh, Pa. 



F. P. BHUMGARA & CO. 

524 Broadway 




OF BOMBAY, MADRAS, CALCUTTA and LONDON 



New York 



near 
Spring St. 



Manufacturers and 
Importers of" 



/^arved Furnitures, Decorative Curtains, 
Vl* Brass and Copper Chased and En- 
ameled Ornaments, Screens, Old Arms, 
Shields, Etc. 

INLAID TABOURETTES <*£ 

FROM $2.50 UP. ^ 

Cushion Covers of Oriental cloth in various sizes. 

A large stock of printed «nd embroidered Summer draperies always on hand. 

The only wholesale house in the United States that deals in East India goods exclusively. 



SEND FOR ILLUSTRATED CATALOGUE AND PRICE LIST. 



iiviproyei> tools for relief decoration. 

Our tubes have no equal; they are made of brass, are seamless and interchangeable. $1.00 per dozen. 



Confectioner's 
Bag, with screw 
and ten assorted 
tubes, $1 50. 




Rubber Bulb, 
with one dozen 
tubes,$2.00; with 
two dozen tubes, 
$2.50. 






HH 


H 


Ub 


Wm 


J^PjUbI 


EI 


mBM 



Apparatus for 
making rosettes, 
plain and scal- 
loped circles, 
$1.50. 




H. HUEQ & CO., 



Book of designs free with above tools. 

Ely Ave. and Henry St., Long Island City, N. Y. 




Jas. A. Anderson & Co. 

We furnish the best machine carvings made. 



Write for Estimates. 



Our No. 405 Machine Carving. 



4 and 6 ERIE STREET, 

Grand Rapids, - - - Mich. 



...... 




Patent Applied For. 

The necessity for holding a door open is as great as for having it 

closed. <^^The Beardsley Door Holder Does the work 

Is a very simple affair — holds the door when you want it — holds 
the door where you want it. Ask your hardware dealer for it. 

THE BEARDSLEY flFG. CO., 

. . Manufacturers of Light Hardware, . . 
234 Lake Street, Chicago, 111. 
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Hunter Bicycles 




We Make WHEELS 

For Little Folks 
on Special Orders 



We Make WHEELS 

For Big Folks, and would 



be glad to send you one \ 
of our beautiful Art Cata- 
logues . . . . . 



Hunter Arms Co., Fulton, n.y. ; 



EASY TO MAKE. 

Venetian Iron Work. 

We Sell 

Tools, Patterns 
♦ and Materials 

for making this work. 

Complete Set, $4.50. 

Small Investments, 

Large Results. 

Most Popular Fad of the Day. 

Send for Illustrated 

Catalogue. 

YENETldN PENT IRON CO. 

18 EAST 23d STREET, 
NEW YORK. 

Rococo Figures. 

By E. Albert. Pastoral scenes, loving pairs, and 
similar decorative sketches for the ornamentation of 
fans, screens, vases and other objects of art. 12 
chromo-lithographed plates. Price, $4.00. 




CLUBBING LIST. 



Below will be found a list of some of the best periodicals published. By sending a subscription to THE DECORATOR AND 
FURNISHER, and including any of the.below publications, you obtain 

THE DECORATOR AND FURNISHER 

and whatever other flagazihe you select, at a price much below the published rate. For instance: Harper's Magazine is $4.00 
per year and THE DECORATOR AND FURNISHER $2.00 per year. By subscribing for both, through us, you can save $1.00. 
All orders will be promptly executed. Address, 

Subscription Department, THE DECORATOR AND FURNISHER, TO Fifth Ave., N. Y. City. 



Harper's Monthly Magazine. 

" Weekly 

" Bazar 

Scribner's Magazine , 

Century Magazine , 

Art Interchange , 

Art Amateur 

Atlantic Monthly 

Arena 

China Decorator 

Cosmopolitan 

Demorest's Family Magazine 

The Forum 

Life 

Lippincott's Magazine , 

McClure's Magazine 

Munsey's Magazine 

North American Review .... 
Outing 



Regu'ar 
Price. - 



Decorator 

and 

Furnisher, 

Regular 

} rice. 



$4 OO 

4 00 
4 00 

3 °° 

4 00 
4 00 
4 00 

4 00 

5 00 
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1 
5 
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Our Price 


for j 


Both. 
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Review of Reviews 

Judge '..V.l 

Leslie's Illustrated Weekly 

Jenness Miller Monthly 

Frank" Leslie's Popular Monthly. 

N. Y. Ledger 

Puck 

Truth 

Argosy 

The Monthly Illustrator 

Town Topics 

Vogue - 

The Art Student 

Current Literature 

The Delineator 

Godey's Magazine 

Illustrated American , 

Popular Science Monthly , 



Regular 
Price. 



Decorator 

and 

Furnisher, 

Regular 

Price. 



Our Price 
for Both. 
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